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Message Text 

CONFIDENTIAL 

PAGE 01 CANBER 05034 I808I9Z 
ACTION SY-05 

INEO OCT-OI EA-07 ISO-00 /0I3 W 

096619 I8082IZ/20 

PR I8072IZJUL77 
PM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC PRIORITY 917 
INEO AMEMBASSY WELLINGTON 
AMCONSUL HONG KONG 

CONPIDENTIAL CANBERRA 5034 

DEPT FOR SY/OPS/T AND OC/S; WELLINGTON FOR RSO, HONG KONG FOR RTC 

E.O. 1 1652: GDS 
TAGS: ASEC, ACOM 

SUBJECT: CCC ALARM SYSTEM-NOB WELLINGTON 

REF: TSO CANBERRA TSR DATED 9 JUNE 1977 POR AMEMBASSY WELLINGTON 

1. AS OP JULY 18, WELLINGTON EMBASSY STALE ARE OPERTAING PROM 
NEW CHANCERY. TSO WILL BE IN WELLINGTON BEGINNING 25 JULY POR 
INSTALLATION OP REMAINING SECURITY EQUIPMENT. 

2. REQUEST SY/OPS/T AND OC/S EXPEDITE CLEARANCE/APPROVAL OP 
REF TSR SO THAT CCC ALARM SYSTEM CAN BE INSTALLED DURING TSO 
PLANNED VISIT. 

ALSTON 


CONPIDENTIAL 
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